
It is not anticipated trj this department that the health physics 
aspects of this evacuation will under any circumstances be turned over 
to Civilian Defense authorities , 

the following is a list of the basic nodical and surgical equip- 
ment neeeseary for each of the five collecting points. The radiation 
equipment will fee found in the following Hot* 
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